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EXPERIMENTS  ON THE STEAM-ENGINE INDICATOR.
Fig. 29.    Front-end pricked diagram taken with string at 107 revolutions.
Fig. 30.   Back-end pricked diagram taken with string at 107 revolutions.
Fig. 31.   Front-end pricked diagram taken with wire at 127 revolutions.
Fig. 32.   Back-end pricked diagram taken with wire at 127 revolutions.
Fig. 33.    Front-end pricked diagram taken with string at 127 revolutions.
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Fig. 34.   Back-end pricked diagram taken with string at 127 revolutions.
the ends and lengthen the middle of the diagrams, but also to distort them, i.e., to cause corresponding points in their upper and lower parts not to lie in the same vertical line. The amount of this distortion is shown by the distance between corresponding points on the atmospheric-line. It will also be noticed that even in the diagrams taken with wire instead of with cord this distortion is not altogether absent. The indefiniteness in the stretching of the cord is shown by some of the points being marked twice.